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Message Text 

UNCLASSIFIED 

PAGE 01 ATHENS 06490 01 OF 02 310933Z 
ACTION XMB-04 

INFO OCT-01 EUR- 1 2 ISO-OO SOE-02 AID-05 CEA-01 CIAE-00 
COME-OO DODE-OO EB-08 DOE-15 H-02 INR-10 INT-05 
L-03 NSAE-00 NSC-05 OMB-01 PM-05 ICA-20 OES-09 
SP-02 SS-15 STR-07 TRSE-00 ACDA-12 SAS-02 PA-02 
/148W 

022302 310942Z/10 

R 310720Z JUL 78 
FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC 6977 

UNCLAS SECTION 1 OF 2 ATHENS 6490 

DEPARTMENT PLEASE PASS EXPORT IMPORT BANK 

E.O. 11652: N/A 
TAGS: ENRG, GR 

SUBJECT: PUBLIC POWER CORPORATION POWER UNITS 

1 . IN RESPONSE TO YOUR TELEX MESSAGE OF JULY 20, WE ARE SENDING 
YOU (A) A LIST OF PPC'S THERMAL AND HYDRO UNITS IN OPERATION, 

THEIR INSTALLED CAPACITY, THE FIRM OR CONSORTIUM WHICH HAS 
INSTALLED EACH UNIT, AND ITS NATIONALITY, AND (B) A LIST 
OF FUTURE POWER PROJECTS PROPOSED BY THE PPC. PLEASE NOT THAT 
THE LATTER LIST MAY BE REVISED IN THE NEAR FUTURE. 

INSTALLED POWER CAPACITY 

POWER STATION 

A. LIGNITE-FIRED 1,813 MW 

1. PTOLEMAIS STATION 620 

PTOLEMAIS I 70 (INSTALLED BEFORE 1970) 

PTOLEMAIS II 125 BROWN BOVERI (SWISS - W. GERMAN) 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ATHENS 06490 01 OF 02 310933Z 

PTOLEMAIS IE 1 25 COMPAGNIE RATEAU (FRENCH 

PTOLEMAIS IV 300 BROWN BO VERI (SWISS - W. GERMAN) 

2. KARDIA STATION 600 

KARDIA I 300 ALSTHOM-STEIN (FRENCH) 

KARDIA II 300 ALSTHOM-STEIN (FRENCH 
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3. LIPTOL PLANT 43 

4. MEGALOPOLIS STATION 550 

MEGALOPOLIS I 1 25 AEG (W. GERMAN) CONSORTIUM 

MEGALOPOLIS II 125 AEG (W. GERMAN) CONSORTIUM 

MEGALOPOLIS III 300 AEG (W. GERMAN) CONSORTIUM 

B. OIL-FIRED 1,607 MW 

1. ST. GEORGE STATION 470 

ST. GEORGE VI 50 (INSTALLED BEFORE 1970) 

ST. GEORGE VII 60 (INSTALLED BEFORE 1970) 

ST. GEORGE VIII 160 ANSALDO (ITALIAN) 

ST. GEORGE IX 200 TECHNOPROMEXPORT (USSR) 

2. ALIVERI STATION 380 

ALIVERI I AND II 80 (INSTALLED BEFORE 1970) 

ALIVERI III 150 ALSTHOM-STEIN (FRENCH) 

ALIVERI IV 150 ALSTHOM-STEIN (FRENCH ) 

3. LAVRION STATION 450 

LAVRION I 150 AEG-TELEFUNKEN (W. GERMAN) 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 ATHENS 06490 01 OF 02 310933Z 
LAVRION II 300 ALSTHOM (FRENCH) 

4. MARKOPOULON (GAS TURB.) 25 (4 GAS TURBINE GENERATORS 

INSTALLED 2 EACH BY WESTINGHOUSE 
GENERAL ELECTRIC) 

5. SMALL UNITS 282 

C. HYDREOLECTRIC 1.415 MW 

AGRAS-EDESSAIOS 69 (INSTALLED BEFORE 1970) 

LADON-LOUROS 84 (INSTALLED BEFORE 1970) 

POLYFYTON I, II, III 375 ALSTHOM (FRENCH) 

KASTRAKI-KREMASTA 757 (INSTALLED BEFORE 1970) 

TAVROPOS 1 30 (INSTALLED BEFORE 1 970) 

TOTAL 4,835 
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UNCLASSIFIED 


NNN 

UNCLASSIFIED 

PAGE 01 ATHENS 06490 02 OF 02 310936Z 
ACTION XMB-04 

INFO OCT-01 EUR- 1 2 ISO-OO SOE-02 AID-05 CEA-01 CIAE-00 
COME-OO DODE-OO EB-08 DOE-15 H-02 INR-10 INT-05 
L-03 NSAE-00 NSC-05 OMB-01 PM-05 ICA-20 OES-09 
SP-02 SS-15 STR-07 TRSE-00 ACDA-12 SAS-02 PA-02 
/148W 

022317 310939Z/10 

R 310720Z JUL 78 
FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC 6978 

UNCLAS SECTION 2 OF 2 ATHENS 6490 

PROPOSED ADDITIONS TO INSTALLED CAPACITY 

POWER STATIONS CAPACITY 

A. LIGNITE - FIRED 3,000 

1. KARDIA STATION 900 

KARDIA III (A) 300 

KARDIA IV (A) 300 

KARDIA V 300 

2. AG. DEMETRIOS 1,200 

AG. DEMETRIOS 1(B) 300 

AG. DEMETRIOS II (B) 300 

AG. DEMETRIOS III 300 
AG. DEMETRIOS IV 300 

3. AMYNDEON 600 

AMYNDEON I 300 

AMYNDEON II 300 

UNCLASSIFIED 

UNCLASSIFIED 
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4. MEGALOPOLIS 300 

MEGALOPOLIS IV 300 

B. HYDROELECTRIC 1,973 

1. POURNARI I, H, III (A) 300 

2. GHIONA 6 

3. SFIKIA I, II, in 315 

4. ASOMATA (ONE UNIT) 108 

5. STRATOS I, II 170 

6. PIGAI I, II 210 

7. THESSAURUS I, II 344 

8. AG. GEORGIOS I, n, III 360 

9. SIKIAI, II 160 

C. NUCLEAR 600 

NUCLEAR I 600 

TOTAL 5,573 

(A) ASSIGNED TO USSR-LED CONSORTIUM 

(B) BID DEADLINE 1 SEPTEMBER 1978 

2. WE HOPE TO HAVE INFORMATION ON THE FINANCING TERMS OFFERED 
FOR THE MEGALOPOLIS POWER UNIT IN THE NEAR FUTURE. 

MILLS 


UNCLASSIFIED 


NNN 
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